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GAS ANALYSIS

PAST  II

THE COMBUSTION WITH AN ELECTBICALLY
HEATED PLATINUM SPIEAL

J. Coquillion was the first to propose the use of the
glowing platinum spiral in the determination of such
gases as marsh-gas and hydrogen. Clemens Wink-
ler improved the form of the apparatus and used
a Hempel pipette for solid and liquid reagents,

Fig. 32. While adhering for the most part to the
Winkler arrangement, L. M. Dennis has lately fur-
ther improved the apparatus so far as the process of
combustion is concerned, by arranging it for use with
mercury corresponding to the mercury pipettes already
described. The apparatus is shown in Fig. TO.